To:  R8  Environmental  Unit  Leader[R08_Environmental_Unit_Leader@epa.gov] 

From:  McKean,  Deborah 

Sent:  Sun  8/16/2015  10:15:35  PM 

Subject:  FW:  Gold  King  Mine  - surface  water  summary 


From:  McKean,  Deborah 

Sent:  Thursday,  August  1 3,  201 5 9:28  AM 

To:  Smith,  Terry;  Cheatham,  Reggie;  Tulis,  Dana;  Burgin,  Deborah;  Dinan,  Janine 
Cc:  Rauscher,  Jon 

Subject:  RE:  Gold  King  Mine  - surface  water  summary 


Just  a note  regarding  your  review.  Please  review  the  R6  text  with  regard  to  context.  The  new 
version  of  the  data  summary  text  approved  for  yesterday’s  data  release  can  be  found  at  this  link. 


http://www2.epa.gov/goldkingmine/epa-statement-colorado-data-gold-king-mine-release 


From:  Smith,  Terry 

Sent:  Thursday,  August  13,  2015  9:19  AM 

To:  Cheatham,  Reggie;  Tulis,  Dana;  Burgin,  Deborah;  Dinan,  Janine 

Cc:  McKean,  Deborah;  Rauscher,  Jon 

Subject:  Fw:  Gold  King  Mine  - surface  water  summary 


Sorry  folks  the  email  I just  sent  did  not  have  the  attachment.  Please  review  this  version 
with  the  attachment.  Also  this  goes  to  the  AA  for  review  at  1 1 ;30  EST,  so  please  get 
back  to  me  quickly. 


Thanks 


1790507 


ED  000552F  00009828-00001 


Terry 


From:  Rauscher,  Jon 

Sent:  Thursday,  August  1 3,  201 5 1 1 :02  AM 

To:  McKean,  Deborah;  Ruhl,  Christopher;  Crossland,  Ronnie;  Foster,  Althea;  Loesel,  Matthew; 
Smith,  Terry;  Wagner,  Christine;  Garcia,  David 
Subject:  Gold  King  Mine  - surface  water  summary 


NMED  approved  for  this  statement  at  9:55  AM  per  David  Garcia. 
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